Brief comment text:

I use a Meshtastic LoRA device in the 900MHz band and believe this band should not be reallocated as proposed by NextNav.  Key reasons include:

Unlicensed Spectrum is Vital: The 900 MHz band is crucial for a wide range of applications, particularly for community-driven projects like Meshtastic that rely on this spectrum to operate effectively.

Innovation at Risk: Limiting access to unlicensed spectrum could stifle innovation within the open-source community, hindering the development of new technologies and applications.

Public Safety Concerns: Decentralized communication networks provide critical connectivity in emergencies; reallocating this spectrum could weaken these vital lifelines.

Equity and Accessibility: The unlicensed spectrum serves as a democratizing resource, and restricting access could disproportionately impact small-scale operators and underserved communities.
